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Message Text 


FOR AMBASSADOR FROM SPECIAL COUNSELOR SABBAGH 


E.O. 11652: N/A 


REF: MRS. FERRIS'S TELECON TO LONDON 


HAVE STARTED EXTENSIVE DENTAL WORK APPOINTMENTS IN 
LONDON WHICH MAY END BY MID-AUGUST. THIS MEANS IF I 
INTERRUPT THEM WITH REQUIRED VISIT I WOULD HAVE TO 
RETURN TO LONDON TO RESUME DENTAL WORK. HOPEFULLY, 
SURGEON OBLIGING. 


ACCORDING TO NEWSCASTS COMMERCIAL AIR TRANSPOCT 
TO AND FROM LONDON NOT VERY RELIABLE BECAUSE OF HOLIDAY 
CONGESTION, OVER-BOOKINGS, ETC. 

TO SOLVE IMMEDIATE PROBLEM, I SUGGEST, ESPECIALLY IF 
DISTINGUISHED VISITOR TRANSITING LONDON. THAT I BE 
PICKED UP TO GO AND COME BACK WITH HIM. THIS WAS 
DONE IN THE PAST. 


WILL BE CONTACTABLE THROUGH EMBASSY LONDON AT 
370-6161 UNTIL SUNDAY, JULY 30; AFTERWARDS AT 
940-4305. REGARDS. 
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